The Situation at the End of 1916
though that was not in any sense decisive. He improved, the longer he remained in office.
General von Arz selected as his Director of Operations General von Waldstatten, a capable and ambitious officer, who earned the confidence of his chief and the Army.
Satisfactory co-operation between ourselves and the Austrian Headquarters was thus a certainty for the future.